To: c.shappee@westonsolutions.com[c. shappee@westonsolutions.com]; Pheeny, 

Michael[Pheeny. Michael@epa.gov]; LaBombard, Wil![LaBombard.Will@epa.gov]; Brown, 
Cynthia[Brown. Cynthia@epa.gov]; Petersen, Chris[petersen. chris@epa.gov]; Foster, 
Althea[Foster. Aithea@epa.gov] 

Cc: Crow, David[David. Crow@WestonSolutions.com]; Glabach, 

John[John. Giabach@WestonSoiutions.com]; Latham, 

Benjamin [Benjamin. Latham@WestonSolutions.com] 

From: Beck, Robert 

Sent: Sat 8/1 5/2015 2:08:29 AM 

Subject: R6 Gold King Mine Spill Chronology -- 14 August 201 5 

Chronology Text 14 Aug. doc 

Chrono GKM spill summary 14 August.xls 


FYI, I am sending these files out on behalf of Ceci. I will likely be submitting these tomorrow 
and Sunday as well. 


Please find attached the chronology reports documenting START’s response efforts through 14 
August 2015. 


Today, Friday 14 August 2015, START received TDD No. I/Weston-042-15-018, with a budget 
of S6Q00 which covers costs associated with the new command post location in Farmington, 

NM. 


We plan to continue to submit these reports daily. 


Please let me know if you have any questions. 


Robert B. Beck, P.E. 

Weston Solutions, Inc. 

NOTE NEW ADDRESS (PHONE NUMBERS REMAIN UNCHANGED) 

8767 Angeline Court 
Lincoln, Nebraska 68526-6038 

(704)895-5222 Direct 
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(210)392-3123 Cell 


Robeit.Beck@westonsolutions.com 


From: Shappee, Cecilia 

Sent: Thursday, August 13, 2015 10:53 PM 

To: Pheeny.michael@Epa.gov; LaBombard, Will; Cynthia Brown (brown.cynthia@epamail.epa.gov); 

petersen.chris@epa.gov; foster.althea@epa.gov 

Cc: Crow, David; Beck, Robert; Glabach, John; Latham, Benjamin 

Subject: R6 Gold King Mine Spill Chronology — 13 August 2015 


CONFIDENTIALITY: This email and attachments may contain information which is 
confidential and proprietary. Disclosure or use of any such confidential or proprietary 
information without the written permission of Weston Solutions, Inc. is strictly prohibited. If you 
received this email in error, please notify the sender by return e-mail and delete this email from 
your system. Thank you. 
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